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THE BEST THING a champion prize-fighter ever said—“ I have noth- 
ing to say.” 
. + -= 
T IS THE OPINION of the powers that they, too, are ruined by cheap 
Chinese labor. 
Se 2 @ 
PRINCE HENRY is the power behind the throne infinitely smaller 
except as to speech-making than the throne itself. 
* * * 
HE MAN who went crazy over golf 
would probably have suffered from 
delirium tremens if he had been addicted 


to cold tea. 
* * 


HE FACT that Mrs. Daisy Violet 
Flower of Missouri has been sued for 
divorce is not evidence that a rose with 
her name would be as wholesome. 
eo 2 2 
HE MAYOR of Baltimore has nine 
thousand applications for five hun- 
dred offices. When New York considers 
this thing it blushes for its sister city. 
* * * 
66 HY WILLIAM HANSON drank 
poison—Once lived here,” is a 
large heading in the Elmira Gazette. 
Surely William must have had more cause 
for regret than that. 
* * * 
THE EFFORT of Mrs. Lease to steal 
Jerry Simpson’s seat in the house played * Yankee Boodle.’”. 
looks very like a hold-up. She will not 
only rob him of his good name, but, to 
prevent retaliation in word or action, will 
choke him to death. 
* a * 
1 wo YOUNG WOMEN of Webster, Iowa, who recently horsewhipped 
their pastor for preaching against a certain ball which they had at- 
tended have given the gentleman a new topic. He will condemn horse- 
whipping now. 
* * * 
LEMENT SCOTT, whose wholesale denunciation of the women of 
the stage produced a shock, has been rebuked so thoroughly that he 
is half inclined to call himself Great Scott with several exclamation-points. 


* ~ * 


WE MUST have a great army and a greater navy so as to stop fili- 
bustering and escape a war with Spain. The cost will be some- 
thing, but how much greater would be the cost of a whipping at the hands 
of our dreadful Spanish enemy. 
* 
THE CHARIVARI is called the skimmington in Sullivan county. It is 
as deadly under one name as the other, however; and it might be 
proved by the evidence of one of a recent skimmington party if he might 
be brought back to life for twenty minutes. 


* * + 


THE EDITOR of a Missouri paper confesses to dyspepsia as a result of 

too much roast shoat at a recent festival. Probably the general reader 
will recall the occurrence. It was feared at one time during the festival 
that the rash man would go the entire animal. 





MORE APPROPRIATE. 
O’Grapy—‘ Th’ b’ys wint simply woild whin th’ band 


O' HaGAN—‘* Vez mane ‘ Yankee Doodle.’” 
O’Grapy—"‘ Boodle, ye fool; boodle. Wasn’t it a con- 
vintion av Oirish office-seekers ?” 


N. b.—The artist has attempted to follow the prevailing fad for deco- 
vative drawing in the foregoing picture. 


A WILD FROLIC. 


MAY PERSONS greatly enjoyed the demonstrations of a pretty kitten 

over her first snow-storm in a street in this town the otherday. The 
snow fell in large flakes, and the little thing set out to catch most of them. 
She caught a few with the most frantic efforts, and her look of surprise as 
they melted in her successful paw was very funny, 


PARDONABLE. 


A SUGGESTION by the president that the starving Cubans be helped 

has offended Spain still more. We do hope that Mr. McKinley will 
be more careful; but let Spain reflect that, after all, he can’t resurrect any 
dead insurgents or non-combatants, and one may have a moiety of sym- 
pathy with suffering without endangering one’s stern and rock-bound neu- 
trality. 


THE JOY OF MISERY. 


R. TALMAGE has looked into geology a little, and, uniting his 
knowledge with the scriptural information that this world is to be 
burned at some time not accurately fixed for the event, exclaims, “Oh, I 
am so glad that geology has been born!” Of such queer stuff is some 
joy made. The good doctor, after that, ought to be able to laugh at his 
own funeral. 


EVIL FOR GOOD. 


THE CLERGYMAN who returned a cheque from Tammany hall for 

the poor of his church wrote an explanatory note in which he referred 
to Tammany in the most insulting words at his command. Perhaps he 
was right, but the poor who were thus robbed of fifty dollars may not 
think so; and if all money were to be 
returned because of the filthy avenues 
through which all money goes all of us 
might starve to death. And, after all, is 
courtesy a lost art? 


THE COD MUST STAY. 


VERY SEAL needs ten pounds of fish 
a day in order to live and keep its 
health, and it is declared that the Alaskan 
coast would become the greatest cod-fish- 
ery in the world should the seal be exter- 
minated in that quarter. Better the cod 
than the seal. The latter is a source of 
great domestic misery at least once a year, 
and is beyond the financial reach of the 
poor; while ten pounds of fish a day would 
suffice for the largest family many times 
over. It is settled. The seal must go. 


TWO QUESTIONS. 

. eWwuat HAS CHINA DONE,” 

asks Wu Ting-Fang, the Chi- 
nese minister at Washington, “that she 
should be parceled out among the pow- 
ers? Why do they not partition Turkey ?” 
Why, China has permitted herself to get 
whipped. That is fatal. She has harmed 
nobody because she wants peace and is a 
nation of cowards. That invites aggressiveness and rapacity, that kind of 
meanness being safe. But the question as to Turkey is a puzzler. She 
ought to be dismembered before there is time to answer it. 


THE OVERPOWERING TECHNICALITY. 


THE JOKES that are passed upon the case of Mr. Durrant, murderer 

of two girls, are not funny. They remind us that the greater the 
villainy the more the safety of its perpetrator; and that the power of a law- 
yer to break the law in behalf of criminals and at the expense of the tax- 
payer has become a great crime and one that brings contempt upon all law 
and all courts. These things make riots and invite lynchings. And what 
a world of sympathy for villainy, what criminal forgetfulness of the mur- 
dered, they inevitably suggest. 


A WAR TO COME. 

[Tt DOES ONE GOOD to read in the Democratic press of the rival 

ambitions of the president and Speaker Reed; how one proposes and 
the other will do the exact opposite, and how this smokeless war will run 
into the preliminary part of the campaign of nineteen hundred. It does 
seem to be a long lookout to some faint possibilities, and yet we have no 
doubt there were predecessors to the creation who predicted more than 
was to occur; and again has not the president blood in his eye, is there 
not blood in the spots of the sun, and doesn’t the speaker wear a red 
necktie ? 
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THERE’S NO ACCOUNTING FOR TASTES, 
Jenu Jo (the Klondike overlander)—‘* Heigh! keep away from th’ hubs of this cart, ye red varmint. Dye hear?” 
WEARY RHODES (partner in harness)—‘* What was he after, Jo?” 

JeHu Jo—‘‘Axle-grease, of course ; it’s one o’ them Injuns’ faverite delicacies, durn ’em !” 


WHEN JILTED. | ABSENCE. 
W HEN pretty pouting lips — : 66 A® : ENC a makes the 
say no eart grow fonder 


To all your earnest pleading Sounds all right, but ’tis 


Don’t go and plunge yourself not human ; 
in woe Too long absence makes us 
Or change the life you're fonder— 
leading ; Fonder of another woman. 


For other maids there are as fair, 
With eyes as blue and lips as 
rare, 


A DISTINCTION. 


As she who drives you to despair 
And sets your heart a-bleed- 
ing. 


Then banish all despondency 





Mamma (to Tommy, 
who is taking his first les- 
son in reading) — ‘“ What’s 
the difference between a 


comma and a period ?” 

Tommy — “A comma, 
mamma, is a dot with a tail 
hanging to it, while a period 
is just a plain dot.” 


And dire foreboding smother, 

And seek them out where’er 
they be 

And straightway woo another! 

Tho’ love 's a fashion somewhat 








ae - - 


Wrz 







old, > 
* Yet women’s hearts are not all a LOVELY WOMAN. 
cold, AWA 


And when the tale is truly told ee W E WERE good 
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One maid's as good as t’other. lJ friends until” 
JOSEPHINE ALLEN, me. é ; " —* “Until when ?” 
a ee = “ Until the day she hap- 
THE WORST. pened to see me coming home 
Rachel (sect d ROMANCE AND REALITY. in ih : ith —_ 
a a spotte FIRST COLLEGE-GIRL—‘‘ What is to be the title of your graduation essay ?” yelbininncasthe:madivediaanes whe “ 
panther at the circus)— SECOND COLLEGE-GIRL—‘‘ ‘ Beyond the Alps lies Italy.’ What's the title of yours?” and my new hat ruined. 


*“ Gracious ! he’s got the big- FIRST COLLEGE-GIRL—“‘ ‘ Beyond the altar lies the washtub.’” 


Since then I can’t bear her.” 
gest measles I ever saw.” 


vA 7. 


Nay? ume 
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HE MADE A CHANGE IN NATURE. 


Efferybody laughs ad me ven I go oud mit “ Dot's right ; pull hard, Louise.” 


dot dog.” 











——"‘‘ How's dis for shtyle mit a greyhound ?” 
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Mrs. Hohmboddie—“ She 
ought not to need any de- 
fense, and especially to men. 
If Eve had been a nonentity 
without any enterprise about 
her where would the world 
be, I'd like to know? It was 
Eve who gave men the chance 
of having all the good times 
—they call them good times 
— that they enjoy to-day! 
Would you have had your 
card-clubs, or your bowling, 
or your cigars, or your bicy- 
cles, if Eve hadn't had a mind 
of herown. The ingratitude! 
It makes me almost wish the 
poor thing had never been 
born.” . 

Mr. Hohmboddie —“ She 
wasn’t born, dear, if you re- 
member ”—— 

Mrs. Hohmboddie—“John 





A HASTY JOURNEY. 
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JUDGE’S FAVORITES. 
NELLIE BRAGGINS IN ‘‘ THE HIGHWAYMAN.” 


You're a primrose— Dol/ Primrose—but not too prim 
For a dimpled and dainty soubrette. 
It’s a bumper of jollity, filled to the brim, 
For the guests’ entertainment you set. 
In a hold-up-by Highwaymen, Nellie, my beauty, 
Your captor would have lion's share of the booty. 


EVENING CONVERSATION. 

Mrs. Hohmboddie —** Dear, I haven't a thing 
to wear to church, and I simply can’t go again until 
I have.” 

Mr. Hohmboddie —* Why ? 1s dress a part of 
religion ?”’ 

Mrs. Hohmboddie—* Don't be profane. I must 
wear something.” 

Mr. Hohmboddie—* Yes—unfortunately.” 

Mrs. Hohmboddie (shocked)—“ Unfortunately? 
What on earth do you mean ?” 

Mr. Hohmboddie— “1 mean that if Eve 
hadn't "—— 

Mrs. Hohmboddie (with energy) —“If Eve 
hadn't! I'm tired of the way men keep flinging at 
Eve. It is so unjust, especially when she is not 
here to defend herself.” 

Mr. Hohmboddie —** Well, you are here to de- 
fend her.” 








NO CONTRAST. 


Hohmboddie! Your irrev- 





ANXIOUS WIFE —‘‘ Know where my husband is, sir?” 


i . = Ki ND : 4 > ws Ad ac $ a > , = 7 
erence is simply shocking. _ KLONDIKE KARL P Th’ last time I seen your husband, mum, he was 
ease: J ‘ goin’ over th’ mountain. 
I won't listeri to another ANXIOUS WIEE— ** In what direction ?” 
word.” Nara KLONDIKE Kart. (sad/y)—‘* In all directions, mum. You see, he got a 


can of dynamite mixed in with the canned corned beef he was thawing out, 
poor man!”’ 


Wel, ij ip 2p hy, PASTEL. 
‘\f LWA} GY HE trees reach up for the sky that gleams 
And throbs and glistens afar ; 
And reach far down for the hearts of the streams 
To grasp for a mirrored star. 
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EMMA PLAYTER SEABURY. 


USEFUL IN EMERGENCIES. 

He (after the bicycle collision on the road)— ‘ 
“Did you succeed in getting some hair-pins from 
the girls ?” 

She— Yes; as luck would have it, Sadie had 
her repair kit with her.” 


QUEER PUNCTUATION 
+ ss | RECEIVED a letter from a Boston girl the 
other day,” remarked Mr. Spudds, “and I 
noticed that she used a queer sort of punctuation.” 
“ How is that ?” asked Mr. Spatts. 
“She closed every sentence with a glacial 
period.” 


HIS PRAYER ANSWER 2D. 


I. “Ah! If something would nly strike 
me to rhyme with bicycle.” (Swish! thud /) 


TO HELP HER POPLLATION. 


CG HICAGO, to increase your size, 
The chance at last is here ; 
Green-apple time has com: around 
The small boy’s lot to cheer. 


And then the way that he proceeds 
With joy should fill your cup ; 

For he will of the fruit partake 
And promptly double: up. 


MC L/.NDBURGH WILSON. 


IT SURELY WILL. 

Aunt Sarah (as she |ays aside her bon- 
net)—** Weren't those flowers that they had 
at Jane Newcomb’s funeral hendsorse, Eben ? 
It does seem ’s though soraie folks just have 


Sa 





** Be yo’ gwine toe wear yo’ black costume toe de 


Huckleberry ball to-night, Miss Litefoot ?” 


‘* How yo’ talk, sassy boy. W’y, dey mout t'ink it was 


mah skin.” 


time, see if it don’t!” 


everything. Now] s’pose they’i' have a mon- 
ument with angels on it, cr something. But ae 
let them just wait; our turn ‘ll come some Simi <<* 











A NOBLE RESOLVE. 


66 | dg this blooming :iingle 
life !" 
Cried Lord Cleenbustid Nooiile. 
**T'll double up with a blooming wife 
With a fat bank-book and a boodle. 
So fare ye well, old-bachelor boy ; 
I respond to me debts. ‘Tis duty 
To find and pluck the nobleman’; joy, 
The blooming American beauty.” 





| 
by 





NOT QUITE SO BA). 


Mrs. Newcomb (speaking: of 
her nephew, whose mother died 
when he was a baby)—“ Poor child! 
he never knew a mother's love.” 

Bridget—*An’ did she die ba- 
foore he was born, mum?” 


DESERVING OF SYMPATHY, 

ANYWAY. 
HE child seemed to be suffering. Her little tack 
was bent, and she was moving slowly at a gait 

. midway between walking and crawling. 

“ Are you hurt, my dear?” asked a sympathetic 

gentleman, reaching toward her. 
“You jes’ get your hands off!’ snapped the 
cherub. ‘I’ve busted a button—that’s what's the 


5 for cash.” 
matter. 


BACK FROM KLONDIKE. 
Miss DE PorQuE—‘* Oh, father! don’t order pie for breakfast.” 


THE OLD MAN (reassuringly)—‘* Pshaw, now, carter! don’t git skeart, ’cause we've got money ernuff 


ter hev it six times a day ef we want it.” 


pie 














TAKEN AT HIS WORD. 


YOUNG SILVERSTONE—"'I t’ink your daughter vas vorth her veight in gold.” 
OLD GOLDGRABBER (Aastily)—‘* Vell, you gan have her at dot price, den, mit feefty per cent. off 


MORE ACCEPTABLE NOW. 
~ ‘THE theory that the employments of 
persons in this world will be contin- 
ued in the next is more acceptable now than 
it was before bicycling became so general.” 
“How do you make that out?” 
“It applies so fittingly to the scorcher.” 


THE MIDDLE CLASS. 
Socle lY is just like a pie, 
And clearly the likeness can be seen— 
There's the upper crust and the lower crust, 
While the real substance lies between. 


RIVAL PEACHES. 

Miss Keedick—* | read of a peach which 
was raised in Tennessee and weighed a pound 
and a half.” 

Mr. Spatts— That isn’t such a very 
big peach, Miss Keedick.” 

Miss Keedick—* \sn't it?” 

Mr, Spatts—“ No, indeed. You weigh 
much more than that.” 





CURBSTONE DENTISTRY. 
ToOoTHACHE BRowN—“‘ Well, I'm blowed! 1 thought when I got that 
string tied around that confounded aching tooth I'd have nerve enough to pull it.” 


URCHIN (who couldn't allow such a golden opportunity to slip)— ‘Shine, 


boss ?”” 
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THE VERY THING. 
‘** What I want, my man. is a bird that can talk well enough to amuse a class of Sunday-school scholars.” 


‘** Then this ‘ere bird is jus’ the one you're a-lookin’ for. 


spoke up.) 


THE PESSIMISM OF BROWN. 


. ‘AS I was saying to Brown,” remarked 
the first Chicago business man, 

“«If there is any one thing for which we 
ought to be glad it is for safety of life and 
limb. Contrast our conditions with those 
of our ancestors,’ said I to Brown. ‘Are 
we tomahawked? Are we’”. 
“ Look out for the down-town car,” 
interjected the second Chicago business 





A DIPLOMATIC INVITATION. 

Jack Fianck—"* It was a great surprise to me to learn 
that you had invited your neighbors, the Flatpurses, to our 
wedding.” 

Jessica—‘‘Ah, but I ascertained that they were in such 
unquestionably straitened circumstances that they wouldn't 
come. That means they won't have money to get us a wed- 
ding-present, and we will have a legitimate provocation for 
cutting them afterward,” 
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I've brought him up under my own eye an’ I've taught him little werses 
out o’ the hymn-books. Why, Lor’ bless yer, sir! this ‘ere bird won't eat a bit o' cracker without givin’ thanks.’ 
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“A BAND OF FORKGEKS.” 


man. “ They come on to 


GE7 THE GROWLER, An’ ie 


Hi, there! look out for 
that bicycle-scorcher, 
young fellow! But 
you were telling me 
about Brown.” 

“Yes, I was tell- 
ing you about Brown,” 
resumed the first Chi- 
cago business man. “I 
told Brown that it was 
all the newspapers— 
that’s what. The news- 
papers are so blamed 
sensational; they ex- 
aggerate things so. 
That’s what makes fel- 
lows like Brown talk 
of the good old times; 
that’s why life doesn't 
seem so quiet and se- 
cure as it really is. 
Here’s this Luetgert 
business. I'll bet you 
you didn’t find any- 
thing but Luetgert in 
the papers to-day. 
Did you, now? Am I 
right, eh?” 

“Well, no; not 
exactly,” replied the 


(And then the bird other hesitatingly. 


“There was a fatal 

railroad accident, an 

account of a family killed by escaping gas, 

a dozen or so smashed up by a falling ele- 

vator, a couple of sand-baggings, a few 

assassinations, and a hold-up—usual rou- 

tine, you know; but they made more of 

Luetgert than of all the rest. You're 
right in that.” 

Just then the police-patrol rattled by 

so noisily as to stop the interesting con- 


versation. A. E. HOYT, 


BY WORD OF MOUTH. 


a fellow soquick youdon'’t **PJOW can one tell whether or not a man has wheels in 


notice. You were say- 
ing” 





“T was telling you 
about my partner, Brown. 
Brown is a born pessimist, 
if there ever was one. 
Brown is one of these fel- 
lows who are forever harp- 
ing about the good old 
times. I pitched into him 
red-hot. though, and I 
rather had the best of 
him. I reminded him of 
the time when bears and 
savage beasts—— Hullo, 
there, bub! where’s the 
ambulance going so fast? 
Man pretty near killed, 
eh? Humph! how care- 
less some men are!” 

“Careless?” said the 
second Chicago business 
man. “Well, I should 
say! One reason why I’m 
in such a hurry to-day is 
that my chief 
clerk let himself 
tumble down an 
open manhole 
and break his 
leg, yesterday. 
I've half a no- 
tion to dock—— 


his head ?” 
“ By the spokes that come from his mouth, my boy.” 







































NO LEVITY. 

“* Since father died we are abstaining from all amusements.” 

** But you are reading a comic paper.” 

“I know ; but it’s only the comic supplement of a Sunday paper,’ 





leg arene: 


be 


A SERN s cio alas. ciple 


De re Sa 


Sa hc aa 


Pisce kites REAR SS 





ta ret hatte 


eve 














Pie ops Maan, tel PS oe 


y 
fe apres) 

































JUDGE’S FABLES. 
THE SERPENT AND THE FILE. 


NCE upon a time, in 
Scotland, a serpent, in 
the sinuous course of 
his wanderings, enter- 
ed a deserted armorer’s 
shop. As he glided 
over the floor he felt 
his skin pricked by a 
file lying there. Un- 
like the foolish serpent 
in the original fable, 
who turned wrathfully 
and insensately tried 
to wreak vengeance by 
attempting to sink its 
fangs into the impene- 
trable tool, our serpent 
took quite a different 
course. For, being a 
serpent, it had the pro- 
verbial wisdom of the 
worm; and, being a Scotch serpent, it also had the proverbial itchiness of 
the Scot. So therefore it directed its undulating folds gently along the 
corrugated surface of the file, gaining thereby (as the file got 
on to its curves) a gratifying and enjoyable back- scratching. 
Moral—Edged tools may be handled by workmen who 
come up to the scratch. 












WwW. R. COOK, 


IS OPINION OF POODLES. 


‘Lookin’ the matter up one side an’ down the 
other,” remarked the Kohack philosopher sarcastic- 
ally, “I don't see but one objection to be made to 
the practice of some married women of neglectin’ 
their children to fondle poodles, nor to single women 
kissin’ lap-dogs in preference to young men. An’, 
for that matter, I don’t see any objection to young 
men marryin’ that kind of girls if they want to. 

“ After takin’ considerable notice of the situa- 
tion | have come to believe that the kind of mothers 
who prefer poodles to their own children are the 
kind of mothers that would do their offsprings more 
harm than good if they neglected the poodles for 
them, and quite likely that kind of mothers are 
blessed with the kind of children that ain't worth 
cultivatin’, anyhow. As for the girls who lavish 
their kisses on their lap-dogs instead of on the 
young men, I imagine that they know which they 
prefer and what they like best. An’ havin’ paid 
particular attention of late to the kind of young men 
that that kind of girls usually associate with, I am constrained 
to say that I don't blame the girls much. As for the kind of 
young men who marry that kind of girls, I guess they know 


A SUDDEN DROP IN STOCK 
what they want. 


I. ‘* Who is the distinguished-looking man with the 
long hair over there ?”’ 


“ Takin’ it all around, for those that like that kind of a 


thing I guess it is exactly the kind of a thing they like. The Miss BANKS—‘‘ That’s James, our new butler. 
James !” 





A MATTER OF POLICY. 


Jim JoHNsoN—“‘ So yo’ bought dat chicken ob Squire Hennery, eh? Whad 


did yo’ buy sech a skinny one fo’ ?” 


ABE HarpcasE—“‘ Oh, I didn’ buy him toe eat. Dis chicken had a habit 
ob roostin’ nights »p on top ob de dog-house, an’ I wuz erfraid ef he kep’ on de 


udder chickens might be follerin’ his example.” 

















DID HIS BEST. 


Lapy—‘‘ So you fought with Sherman on his march to the sea? Here is a 


dollar for you, you noble patriot! 
TrAMp—* Well, hardly, lady. 
we fought wid dem Yanks wuz a caution.” 








only standpoint, it ap- 
pears to me, from 
which any objection 
ought to come is that 
of the poodle. He 
seems to be situated a 
good deal like the late 
Abraham was in the 
feelin’ little obituary 


verse that used to be - 


goin’ the rounds of the 
papers, an’ which told 
about our Mary Ann 
lyin’ at rest with her 
head on good old 
Abraham’s breast. It 
was thought to be very 
nice for Mary Ann, 
but kinder tough on 
Abraham.” 


TOM P. MORGAN. 


Were you in a Massachusetts regiment ?” 
I wuz in de Louisiana tigers, an’ de way 


UTILIZED. 


SHES guilty of a score of crimes 
In love's name Rumor ti- 
dings brings 
She’s been engaged so many times 
She hangs her curtains on the 
rings. 


LOST HIS SUPPORT. 

First tramp— When did 
yer take t’ de road?” 

Second tramp—* When me 
wife died.” 

First tramp—Dat must 
*ve bin a hard blow.” 

Second tramp—*“ It wuz. I 
didn’t have a t’ing t’ swaller ‘cept 
de lump in me t'roat fer weeks.” 





ITTLE Cuba remarks, after 
Shakespeare, ‘‘ The labor we 
delight in physics Spain.” 
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“II. JamMes—‘t Yis, mum; comin’, mum!” 
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THE YELLOW , CU! 


While the American eagle has 
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W,.CUR IN A FIX. 


eagle has troubles of its own. 





A WARM FINISH. 





I, Pomp —*' Dis exposin’ one’s self toe de 
bitterness ob de elements am pretty tuff fo’ a 
cullud man ;—— 


ome 
the facts in the case, which were WL, yf) 


in brief as follows: The mur- 
derer and his victim sat side by 
side at a swell musicale. There 
had been no quarrel, nor had 
anything occurred to show that 
there was the slightest animosity 
between the two men. Suddenly, 
without a word of warning, one 
of them sprang to his feet and 
felled the other to the ground 
with a blow of his fist. Before 
any one could interfere he jump- 
ed on the head of the prostrate 
man, crushing his skull with the 
heels of his shoes. He continued 


| brutal murder with 





RETRIBUTION. 

ARDENED as he 

was by long years 
of daily contact with 
the criminal classes, the 
magistrate shuddered 
as he listened to the 
horrible details of the 


which the prisoner was 
charged. It seemed 
utterly impossible that 
a man of such evident 
refinement and good 
breeding could be 
guilty of such atrocious 
butchery. Yet there 
could be no doubt of 
his guilt. A hundred 
witnesses testified to 
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OVERHEARD IN THE ‘* LAND OF DOUGH.” 
KLONDIKE PLEASURE-SEEKER—"“* What d’yer mean by chargin’ only 
ten dollars ter git in an’ askin’ a hull thousand fer a box-seat ?” 


TICKET-CLERK—"* That’s easily answered ; there’s a stove in each 
box. Savvy?” 





tude. Toward the middle of the programme it was announced that 
Herr Basso and Signor Hinote would favor us with a duet. This 
was one of the numbers I had come especially to hear, and I was 
preparing to enjoy it when my neighbor leaned over and whispered, 
‘Duet, eh! I didn’t think they would dare to do it.” I turned my 
back on the idiot and controlled my temper as best I could. I might 
as well have gone home, for my evening’s enjoyment was ‘spoiled. 
If I had done so I would not now be here. But then some one else 
would have had to suffer in my place last evening, and the result 
would probably have been the same. After the duet Miss Screecher 
was to sing asolo. Again that fiend in human form turned toward 
me. I guessed what was coming and tried to head him off, but in 








to kick and beat the lifeless body —_ 2 - : Th ye . . bs : ’ $5 ibe 
until the bystanders dragged 11 —— but knowin’ de habits ob chickens allus — ope, said he with an imbecile grin, ‘that she will sing it 
him off. prompts ‘em toe roost on anyt’ing warm —— 


The prisoner showed no signs 
of remorse while all this testimony was being given, but seemed 
rather to glory in his deed. Occasionally, however, his face wore a 
puzzled expression as though he were trying toremember something. 

When he had finished examining the witnesses the judge turn- 
ed to the accused and asked him whether he had anything to say in 
his own behalf. 

“Your honor,” replied the prisoner, “I have no doubt that 
these witnesses have spoken the truth. I know most of them per- 
sonally, and am sure that they would not swear toa lie. All that 
remains for me to do is to explain the reason for this deed which 
seems so horrible to you. The man whom I am accused of killing 
sat beside me at the musicale. I had never seen him before in my 
life, but he persisted in talking to me in spite of the fact that I hinted 
very strongly that I wanted to hear the music. He would not be 
quiet, however, and I tried to endure his chatter with Christian forti- 























Ill, —— dis niggah am willin’ toe stand 
a liddle temporary chill fo’ de saik ob a 
scientific ’speriment —— 
A CLIPPER. 
66 N Oo, THERE 
ain’t no barber 
in the village,” said the 
landlord of the Ex- 
cuselessville tavern, in 
reply to the question 
of the solitary drum- 
mer. “You'll have to 
shave yourself, but if 
you want your hair 
cut I guess the editor 
of the Bugle can ac- 
commodate you.” 
“ The editor?” 
HE DID. “Yep; he's the 
CARRAHAN —** Th’ forman down at th’ new place phere Oi'’m wurrkin’ is purty handiest man in town 
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so low that we can't hear it.” From that time, your honor, my mind 


was a blank until I came to my- 
self in the police-station. These 
people say that I killed the man. 
I hope I did. I regret nothing. 
Do with me as you will.” 

“Prisoner,” said the judge 
with tears in his eyes, “let me 
grasp your hand. You are dis- 
charged, sir, and were it in my 
power to bestow rewards as well 
as to inflict punishment you 
should have a gold medal as 
large as a dinner-plate.” 


ISAAC ANDERSON, 


INDIGENOUS. 


Dorothy (admiring the 
brackets in her Aunt Mary’s city 
home) — “ Did these toad-stools 
grew right here, auntie ?” 
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: IV. — which am a dignified success an’ no fuss 
kind. He towld me tek me ch’ice av any tools t' wurrk wid an’ Oi tuk me pick.” with the shears. an’ feathahs. 


Ki-yi !” 
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FLORIDA, AIKEN AND AUGUSTA. 


Among the most popular resorts of the South ' hard as usual at the concert last night 


are Aiken, South Carolina, arid Augusta, Geor- 
gia. Each has beautiful hotels, golf links anu 
all of the accessories for indoor and outdoor 
winter enjoyments. The climate at these places 
is unequaled in its evenness and the total ab- 
sence of chilling winds and dampness. The 
direct route is via the Southern Railway, which 
operates through cars and two trains daily, 
leaving New York at 12.00 midnight and 4.20 
p m. ‘The appointments of these trains are 
superb. An additional train, the New York 
and Florida Limited, the handsomest train in 
the world, goes into service January 17th, leav- 
ing New York at 12.00 p. m. and reaching St. 
Augustine 2 20 next afternoon. This train is 
operated solid between New York and St. Au- 
gustine, composed of dining, sleeping, observa- 
tion and compartment cars , also carries through 
cars to Augusta for the accommodation of 
Aiken and Augusta travel Rates and infor- 
mation may be had of A. S. Thweatt, eastern 
pantie agent, 271 Broadway, New York. 


che Proper Scarves] 


FOR WELL DRESSED MEN 








‘Seems to me you didn’t thump quite so 
Weren't 
you well?’ ‘* Oh, yes; 
piano, you see.” —Dansville Breeze. 


The immense amount of money expended by the 

‘Big Four Route,” in improving its service and 
equipment, and perfecting and extending its tracks, 
has made it the tavorite line of the traveling public, 
between the East and West. 

The through service and equipment are unexcelled. 
The Wagner Sleeping Cars used are of the finest. 
The Buffet Parlor Cars, and Dining Cars, are unsur- 
passed 


thinks she could be happy with ; at thirty she 
would be happy with any man she thinks she 
could marry.—Mew York Press. 


At twenty a girl would marry any man a 









CIGARS. 


ALL IMPORTED 
TOBACCO. 


HIGHEST IN PRICE, 
FINEST IN QUALITY. 


25c. a Bundle, 





me O. HORN & BRO., NEW YORK 


-To be had at all first-class retailers. 


PENNSYLVANIA R. R. 


PERSONALLY- 
CONDUCTED 


SPECIAL TRAINS OF SUPERIO! OF aS OF Creme EQUIPMENT. 


CALIFORNIA 


February 16 (Mardi Gras Tour), $335. March 19, 
$210 ; one way, $150. 


FLORIDA 


February 8, Fe wascitad 22, March 8. Rate, $50. 








For Itineraries and full information apply to 
Ticket Agents; Tourist Agent, 1196 Broadway, 
New York; or address GEO. W ‘BOYD, Assistant 
General Passenger Agent, Broad St. Station, Phila. 
J. B. HUTCHINSON, J.R. WOOD, 

General Manager. Gen’! Pass. Agent. 
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are the best suspenders for 


Careful dressers 


Style combined with comfort and 
service as in no others. 








The standard American suspender 


Best Furnishers keep them. 
Sample Pair, mailed postpaid, 50 cents. 
A cheaper model at 25 cents. 


CHESTER SUSPENDER COVIPANY, 


5 DECATUR AVE., ROXBURY, MASS. 
GOOOOOOS 09900000 000000 00+ 
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Also Tours to Washington, Old Point Comfort & Richmond ff} | 








ro in Bundle. | 
Crial Package in Pouch by mail for 25e. | 


H. ELLIS & CO., Baltimore, Md. 
THE AMERICAN TOBACCO CO., Successor. 





THE CELEBRATED 


SOHMER 


Heads the List of the 
Highest-Grade Pianos. 
CAU - —The buying public will a not 
confound the genuine SOHMER Piano with 
one of a similar sounding name of a cheap 
grade. 
Our name spells— 


S—O—H—M—E—-R 
New York Warerooms, 149-155 East 14th St. 


Will remove tonew SOHMER BUILDING 
170 Fifth Ave., cor. 22d Street, about February. 








but it was my own getting jealous for ; 








CLYDE LINE... 


To Charleston, S. C., 
and Jacksonville, Fla., 
without change. 
Lowest Rates to 
Points South. 


FLORIDA 84s 


Sun ch H 


Steamers 
arrive Jacksonville in 
Morning, cunnecting with 
all outgoing trains. 
Illustrated booklet free 
upon application to Pas- 
senger Vepartment. 

W. H. Henderson, G.E.P.A. 

W. H. Warburton, G.T.P.A. 
THEO. G. EGER, T. [1., 

5 Bowling Green, N. Y. 
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URBANA 


WINE COMPANY 


Gold =Seal 
Champagne 


For Sale by 
leading Wine Dealers 
and Grocer® 
Post-Office : 
URBANA. N. Y. 
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“PROTECTION” SOAP.— What is ite 


EVANS’ 


A woman is either worth a great deal, | She wasatthe game. Her cheeks were afiush 
nothing. If good for nothing she is not worth with scluptuous glee, her wispy locks aribbled 

if she be a good woman | from beneath her beaver hat. Her mulliga- 
‘she will give no cause for jealousy. A man is | | tawny eyes met mine, a wave of emotion shot 
a brute to be jealous of a good woman—a fool | across her custard-like features, but missed 
to be jealous of a worthless one; but he is a| them. My heart was glad, but alas! a second 
double fool to cut his throat for either of them. | later she sneezed voluptuously, vicariously, and 
— Colorado Facts. | my adamantine dream was o’er.— Harvard 

pe aN alll Lampoon, 





‘‘What is the best laundry soap in the | 
world?” ‘‘ Dobbins’s Electric, of course. | 
Everybody knows that.” ‘* What is its price?” 

** Just reduced to 8 cents a bar, or two bars for 
15 cents.” ‘* Then I'll use no other.’ 


‘* Fine feathers,” said the crow, as he watched 
the women on their way to church, *‘ fine feath- 
ers make short-lived birds.”— J/ndianapolis 
| Journal, 
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Pabst Malt Extract, 
The “BEST” Tonic, 

is recommended to build up 

the convalescent, strengthen 

the weak and overworked, 

and produces sound, refresh- 


sleep. 
_ “kt Druggists, 











Some idea may be formed of the 


magnitude of the Pabst Brewing Co., 
manufacturers of 


Pabst Malt Extract, 


The “BEST” Tonic, 

when the fact is known that this Com- 
pany has paid in revenue taxes to the 
Government of the United States, a 
sum equivalent to the total salaries of 
all the Presidents from George Wash- 
ington to William McKinley, and in 
addition, a sum sufficient to compen- 
sate each President at $50,000 per 
year for the next 100 years. 


Merit in the Pabst product has 
made this possible. 
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Some singers reach the stage through the 
divorce court; others reach the divorce court 
by wav of the stage. —Mew York Eveninz Sun, 
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HAS THE 
STRENGTH OF 
GISRAUTAR| 


4 
8 | 


enestSioe-eageces 
RO CHEMICAL Co., 
MALDEN, MASS. 








ASK YOUR DRUG 


cIsT | WILLA 
OR BARBER. 









It's a Cold Day 


when 




























comforts most—revives, invigorates. A veritable foe to fatigue. 
Prepared in a minute with cold or hot water. Sold by druggists 
and grocers every where. 


Our little pamphlet “Various Views on Vigora!” for the asking. 


Armour & Company, Chicago. 
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TRAVELEK —** Can you direct me to Hollow Meadows ? 

HOvDGE (who stutters frightfully)—** Ye-ye-ye-yes. You t-t-t- 
t-take the f-f-f-first t-t-t-t-turning on th-the right, and ku-ku-ku-keep 
straight on ower th’ b-b-b-brig. Bu-bub-bub-but you 'd bub-bub- 
bub-better be gu-gu-gu-gangin’ on. You'll gu-gu-get there quicker 
th-th-th-than I can t-t-t-tell you.” —Punch. 


| ‘* How many foreign languages can your wife OV? 
speak?” ‘* Three—F rench, German, and the | 














It’s really strange that some one has 
Not thought of it before. | 
Maybe the Klondike ‘s where old Kidd 
Interred his golden store : g 
—New York Journal. 
CWI ro AN FFE 
Dame Fashion says *‘ Be healthy.” Abbott's 01 R 
Angostura Bitters, the. genuine, helps health. 















one she talks to the baby.” — 77a-Aits. 


AND 
SOZODERMA §04P 


A steadfast growth of half a century tells | 
what Cook's Imperial Champagne, extra dry, is. By Matt 


Gold medal, world’s fair. OR EXPRESS. 
—<—————— Your Druggist should 
Norfolk, Virginia, has been trying to collect have both. Failing to get them, 
a license-tax on newspapers, but the courts in- send 75 cents for Sozodont or 


terfered. Norfolk will have to stick to the old 


plan of regulating the press by licking the ed- $1.00 for beth—cash or stamps 














itors.— Buffalo Express. —to the Proprietors 
a Hall & Ruckel 
Dr. Siegert’s Angostura Bitters, appetizer P. 0. Box 247, New York City 
and invigorator, imparts a delicious flavor to all London: 46 Holborn Viadact, E. C. 
drinks, and cures dyspepsia, diarrhoea, fever | 
and ague. Te oe 





\1 laugh and laugh till my sides are sore 
‘**Does your wife enjoy her whist-club?”’ | At that old fogy they call a bore ; 

‘**Can’t say—but I do. She comes home so Yet of one thing sure I’ve not a clew— 

used up she doesn’t say a word "—Chicago Why, if he’s such a bore, he never gets through. 

Record, —Princeton Tiger. 





D°’T let Whisky get the best of you. Get the BEST of Whisky, which is the 
GENUINE DISTILLERY BOTTLING OF 


OLD PEPPER WHISKY 


eee AND OLD..... 


HENRY CLAY RYE, 


Bottled and Distilled ONLY by 
JAMES E. PEPPER & CO., Lexington, Ky., 


# Under the same Formula for more than 100 YEARS, and is guaranteed absolutely 
— the PUREST and BEST in the World. 


Sample Case, $15.00. 


eS" Sent on trial, which, if not satisfactory, can be returned and mpney 
will be refunded. 


‘Consumption 7 9 ray 
AR 


The Ideal French Tonic 
FOR BODY AND BRAIN 


Since 1863, Endorsed by Medical Faculty 


immediate lasting efficacious agreeable 























PLEASE 











CANDY CATHARTIC 


\ 
BOUQUET 
CICAR 








2848 {| me HILSON co 















‘** Doctor, do you think a man can eat heart- 
ily of mince-pie and a ii 
cured by Dermatologist JOHN y P ttend to business? i 


H. WOODBURY, 127 West 42a | fuess so. I find it helps me."— Cleveland 
Street, New York. Consultation, | P/ain Dealer. 


All Marks, Blemishes, Deformities, 
Diseases on, in or under the skin 





a ‘ MAKERS 





HENRY LINDENMEYR & 80ON8, 
PAPER WAREHOUSE. 
Nos. 32, 34 and 36 Bleecker Street, 

Rranch Warehouse, Ww Beekman Street, New Yorr. 


ALL KINDS OF PAPER MADE TO ORDER. {f your Dealer does not Keep them, 











sample, sufficient for 3 weeks’ 
use, of Woodburv’s Facial Soap. 
Facial Cream, Facial Powder. and 
Dental Cream mailed for 20 cents. 


by mail or in person, free. A ’ . 
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-B ITT E ke S Order DIRECT from us. 


You will get more prompt attention and better service 





An appetizer, promotes digestion, cures dyspepsia, and delicious in drinks. by mentioning JupG@gz when answering advertisements. 















MinAithaeaniaaminiion +2 


A FAVORITE CALENDAR. 
With the approach of a new year most people 
discover the need of a new calendar. Among 
them all the one which suits us best is that 
published by N. W. Ayer & Son, newspaper 
and magazine advertising agents, Philadelphia. | 
The 1898 edition has just arrived and its chief 
attraction is that the figures are clear enough 
to be read across a room. Its price (25 cents) | 





fect condition. 


Judge Henry H, Goldsborough, Baltimore, 
Mad , says: ‘‘It gives me pleasure to recommend | 
Salvation Oil to any one suffering from rheu- 
matic or other pains.” 





‘* Darling,” he cried, ‘using the word as if it 
were a discovery belonging solely to himself ; 
“darling, I am yours, heart and soul!” A 
cynical observer might have noticed, however, 
that he retained possession of his senses and 
did not lose his head.” — Cincinnati Enquirer. | 











You will get more prompt attention and better service 
by mentioning Jopar when answering advertisements, 


HUNTER 
BALTIMORE 


e/loncl) 
Constable KCa, 
Real Laces. 


Point d‘ Alencon, Potnt Gaze, Point Venise, 
Duchesse and Honiton Laces. | 








w= RYE. 


FOR CLUB, FAMILY AND 
MEDICINAL, USE. 


Lace Robes, Spangled Flouncings. 
Embroideries. 


Swiss and Nainsook Edgings & Insertions. 
Embrotdered All-Overs. 





10 \ THE 
White and Colored Emb’d Robes YEARS BEST 
with Lace-trimmed Skirts. OLD. , 


WHISKEY | 
IN AMERICA 


Endorsed by Leading Physicians 
To ladies obliged to use 
a stimulant it is recom- 
mended because of its 
Absolute Purity, Gentle Mellow- 
ness and Great Age. 
Sold at all First-class Cafés and by Jobbers. 
WM. LANAHAN & SON, Baltimore, Md. 


Proadoay A 1946 st, 


NEW YORK. 





A New Jersey young man who fought and 
won a fight with a rival for the hand of a pretty 
girl has left the said pretty girl at the end of a 
year of married life It is romantic enough to 
fight for a girl, but it gets quite tiresome to 
fight with her.— Buffalo Enquirer. 


JupGer’s Lisprary is full of pure fun. No politics. 


Bornes 6Y 
HHL aNAHANS SOM 
Bartimoret 











10c. 











New York is the 
greatest Winter Resort 
on this Continent, and 
the through trains of the 
New York Central and 
its connections land you 
in the centre of the hotel, 
residence and theatre 
district. 





PRD tenerrnatrnesceniiee - 


It is cheaper to 
ride on the New York 


Central than to stay 
at home. 








includes delivery by mail to any address in per-| me — 




















| Enginecting; Refrigeration ; ; Locomotive, presen, are not born but made, 
| I —~y 4 A 4 4 Enginecsing; E Book eae We make them! Prac- 
5 in an nglis. ranches A € 
| & goRy: Chem- SES ak ar tical instruction in ev 
rrr dg Work Ki ery branch of newspa- 

tal or Placer Mining; Archi- 


FREE SAMPLE 
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“Good-night, grandpa. Here's your O-H, 


Take a glass of O-H Extract of Malt before going to bed. Restful and 
refreshing sleep will be yours. 


If your druggist or grocer does not sell our soreeet on receipt of $2.00 


we will send you one case (12 bottles), F. O. B. New York City. 
Send for pamphlet. OTTO HUBER, BROOKLYN, N. Y. 
A COLLEGE CENTS 
EDUCATION AWEEK 


~~ Serine $2 down and $2 a month, we give 
AN EDUCATION IN THE THEORY 0 


CIVIL ENGINEERING 


Surveying and Mapping; Electrical or Mechanical 








Journalism 


Taught by Mall. 


Newspaper men and 
women (Journalists ) 


per reporting, editing, 
etc., by competent, ex- 
perienced journalists. 
so Rates moderate — in- 
stallments if desired, Illustrated catalog with 
full particulars for the asking. 
NATIONAL CORRESPONDENCE INSTITUTE (Ine.), 
$9 Second National Bank Building, WASHINGTON, D. C. 


peoe or Mechanical Drawing; — 
tary Plumbing; Architecture; Shee 
Metal Pattern Drafting: Architectural 
Sige OT Machine Design; Pros 


pec 

An «hoQUARANTEED "SUCCESS 
We have helped thousands to better posi- 
tions & salaries. Circular free; state subject you wish to study. 
d Sehools, Box 919 Scranton, Pa. 























of useful Rubber Article. Som 
RvuBBER Co., South Bend, 


LOOD POISON 


A SPE A SPEGIALT Y seasszs 
ary BLOOD PO N permanently 
A in 16t035 days. You, can betreated ag 
home forsame price under same guaran- 
ty. If your — tocome here we willcone 
top railroad fareand hotel ilis.and 
nocharge, if we failt tocure. If you taken mere 
cury, odide ~ tash, and still have aches and 
Pimples, Gor atches in mouth, vag | Seen) 
ee Copper Colored Spots, Uigera 
y, Hair or 
oute i ie is this Secondary B 
we rantee to cure. We solicit then 2. tobatie 
nate ae om one ——— a the waste — a 
case W is disease has 7 way 
baffled the silt oft the moss eminent phy: 
cians. solute behind our uncondie 
—e te ute prcots sent sealed oa 
Plication. REMED 
1480Masonic Tem: Smaphey d CHICAGO, Pi at 


DEWAR’S SCOTCH WHISKY 


FREDERICK CLASSUP s 22 W. 247TH StT., NEW YORK 


Ability is a poor man’s wealth.-—/. Wren. 


ESTERBROOKS 


STEEL Aula 
















The E Best Pens Made. 
LEADING NUMBERS: 
048, Al, 333, 14, 130, 239, 313, 556. 
OTHER STYLES IN GREAT VARIETY. 
Ask your Stationer for ‘ ESTERBROOK’S” 


THE ESTERBROOK STEEL PEN Co., 
Works, Camden, N. J 26 John Street, V. Y 


rows, Falling 























FIFTY-THIRD ANNUAL STATEMENT 


NEW - YORK - LIFE - INSURANCE - COMPA 


Nos. 346 and 348 Broadway, New York City. 


JOHN A. McCALL, eS SF ~ President. 
BALANCE SHEET, JANUARY ist, 1898. 











~ ASSETS. | LIABILITIES. 





























United States Bonds ($4,323,000) and State, City, County | Policy Reserve (per attached certificate of New York In- 
and other Bonds ($103,850,803), cost of both, | surance Department), . $164,956,079 
$103,384,604, market value, ; ; ‘ ‘ - $108,173,803 All other Liabilities: Policy Claims, Annuities, Endow- 
Bonds and Mortgages (900 first liens), ‘ 41,082,422 ments, &c., awaiting presentment for payment, . 2,366,330 
Real Estate (74 pieces, including twelve effies. buildings), : 16,991,000 Surplus Reserved Fund voluntarily set aside by the Company, 16.195,926 
Deposits in Trust Companies and Banks, at interest, ‘ 10,243,984 Net Surplus (per attached certificate Insurance Superin- 
Loans to Policy-holders on their policies as security (legal tendent December 31, 1897), ; : : ; ‘ 17,176,105 
reserve théreon, $13,747,893), . ‘ ‘ ‘ ; 7,900,096 
Stocks of Banks, Trust Companies, &c. ($4,047,817 cost 
value), market value, Dec. 31st, 1897, . ‘ 5,065,948 
Loans on Stocks and Bonds (market value, $5,626,635: 5), ‘ 4,507,367 
Premiums in transit, reserve charged in Liabilities, . , 2,164,297 
Quarterly and Semi-Annual Premiums not yet due, reserve 
charged in Liabilities, ‘ F ‘ ‘ , 1,889,474 
Interest and Rents due and ac crued, 1,486,648 
Premium Notes on Policies in force (reserve charged in wa 
Liabilities, $2,700,000), : , ; ’ ; ‘ 1,189,401 
TOTAL, - oe ew eee 8200,694,440 TOT AL, soe ee ee 8200,694,440 
CASH INCOME, 1897. EXPENDITURES, 1897. 
New Premiums, S . $6,659,815 Paid for Losses, Endowments and Annuities, . : $14,052,908 
Renewal Premiums, ‘ » 26,321,145 Paid for Dividends and Surrender Values, , 5,356,541 
TOTAL PR E MIU MS, ; gs, : ee Commissions ($3,239,964) on New Business of $135,555. 794, 
Interest. Rents, etc. : ; : 8.812.124 | Medical Examiners’ Fees and Inspection of Risks + 
. ™ ($391,135), : : . ; 3,631,099 


Home and Branch Office " Expenses, Taxes, Advertising, 
a Account, Telegraph, Postage, Commissions 
I on $741,465,131 of ‘Old Business, and Miscellaneous 



































| E xpenditures, ‘ ‘ 4,770,391 
| Balance—Excess of Income over - Expenditures for year, . 13,982,145 
TOTAL, . ‘ ‘ ‘ . ‘' . $41,793,084 TOT ‘AL, , ‘ ‘ , . ' ‘ cata 93 084 
INSURANCE ACCOUNT, “COM PARISON FOR SIX YEARS. 
ON THE BASIS OF PAID-FOR BUSINESS ONLY. (1891-1897, 
NuMBER oF Po.ticres. AMOUNT. Dec. 31st, 1891. Dec. 31st, 1897. Gain in Six Years. 
In Force, December 31,1896, . .  . 299,785  $826,816,648 || Assets, . : . $125,947,290 $200,694,440 $74,747,150 
New Insurance Paid- tor, 1897, . ; 63,708 135,555,794 Income, . P 31,854,194 41,793,084 9,938,890 
Old Insurances revived and increased, 1897, . 699 2,007,825 a 
TOTALS, . . . . 3BO4;)192 8964,380,267 Dividends of Year to 
DEDUCT TERMINATIONS: |  Policy-Holders, . —_ 1,260,340 2,434,981 1,174,641 
By Death, Maturity, Surrender, Expiry, ) = 
—_ 2.4... |, . « J 87,359,342 || oo of Policy 182.803 332.958 0.385 
In Force, December 31, 1897, : -. 832,958 $877,020,925 | 7 _— : ‘ s 4 . 
Gain in 1897, < » ae $50,204,277 | Insurance in Force, 


New y Applications Declined in 1897, so ie 9,310 25,020,936 goomtams paid, . $575,689,649 $877,020,925 $301,331,276 














Certificate of Su paumnvadon of State of New York Insurance Department. 
Alb , January 6, 1898. 
I, LOUIS F. PAYN, Superintendent of Insurance of the State of New York, do hereby certify that the NEW YORK LIFE INSUI ANCE COMPANY, of 
the City of New York in the State of New York, is duly authorized to transact the business of Life Insurance in this State. 


I FURTHER CERTIFY that, in acc ordance with the provisions of Section Eighty-four of the Insurance Law of the State of New York, I have caused 


the policy obligations of the said C ompany outstanding on the 31st day of December, 1897, to be valued as per the Combined Experience Table of Mortality, 
at four per cent. interest, and I certify the same to be $164,956,079. 
I 


FURTHER CERTIFY that the admitted assets are 
$200,604,440.80. 


The general liabilities, $2,366,330.49. The Net Policy Reserve, as calculated by this Department, 


$164,9056,079.00. 


The Surplus Reserved Fund voluntarily set aside by the Company, which, added to the Department Policy Valuation, provides a liability equivalent to a 


three per cent. reserve on all policies, 
$16,195,026.00. 


The Net Surplus (excluding the Surplus Reserved Fund of $16,195,926), 


$17,176,105.40. 


IN WITNESS WHEREOF, I have hereunto subscribed my name and caused my official seal to be affixed at the City of Albany, the day and year first 


above written. 
LOUIS F. PAYN, Superintendent of Insurance. 
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Tobacco users say. Ah! maybe you say ¢ 
Soyourself. There are millions like § All Kin d Ss 
you, with what physicians calla “TO- 2 

BACCO NERVE”—that is, your nerv-§ 

ous system is completely under tobac- , of Feet 

co’s narcotic stimulant, and when you § me 

say,“ CAN'T QUIT,” youtell thetruth. 2 | ee ee 
The natural way is totreat thediseased§ | F—=4 yey aii kinds of shoes 


= q 
ol 
= 
2 
= 





Sadia 


POPPPDD DA 


Prevents the hair from fall- 


ing out, and makes a new , 
growth come in. You # 
save what you have Hf , 


























NK. and get more. No GZS 2 nervous system by using look better and wear bet- 
ON aay S gray hair. ne | apes Ages 5 ter when dressed with 
Cex Se) NO | MAKES IT {| 
te No 1 Wicr 
y : 
Eiht BENEDICT " BAC ; $ | | Leather Dressing sl 
Lommerener ( 
4 ‘. . > es ) 
> acts directly on the tobacco-irritated ¢ a medicine for leather, an Purity guara 
. 4 ‘ } - ome 
Siok view a eno view| § ‘Merve centres, destroying the nerve 2 ee eee __ Hans istilling, Co. 
i i ; ct poli ru 
Patent Collar and Cuff Button. | §  ¢raving effects, builds up and improves § yrealf. Ask your deal 
seni aiaiiunimaaiamaiaacieis tadaaia sauueaon” ; theentire nervous system. Makes WEAK 2 fo — sk your er 
Senand date of patent stamped upon it! ; em ee Many report a gain of $ An fitastrated book of in. 
Strong, durable, and can be adjusted with perfect ease. } § en pounds in ten days. You run no2 Se, Srection — “Bow to Buys 
; UDGE indorses it as the best! ) physical or financial risk—N0O-TO-BAC ‘ aot pati your Shoes, 
“ Be b+ Seeseemrceccocccece 13 — oe —. 7 $old under your own c ROBERT H. FOERDERER, 
Rolled Goid aud’Stiveratseeach. | 8 ’ ee cREgN 





Sent by mail on receipt of above prices. DRUGGIST’S GUARANTEE. g 
BENEDICT BROS., Jewelers, 


Ever druggist is authorized to sell $ 
BROADWAY and CORTLANDT ST., NEW YORK 


No-To-Bac under absolute guarantee $ 
tocure every form of tobacco using. 4 
Send for Full Descriptive Circular. Our written guarantee, free sample of 2 
No-To-Bac and booklet called, ‘Don't ? 


and Liquor Habit cured in 
10 to 20 days. No pay till 
Tobacco Spit and Smoke Your Life | ’ Dept. A, Lebenen* OMe 
ae af " ‘obacco Spit an moke Your Life Press Cutting Bureau will send ept. A, Lebanon, Ohio. 
KEELER’S HOTEL, Albany, N. Y. : R M ' 
wonadnens Daim. Weak Gael ah ee capital, Away,” mailed for phossking, Address ¢ 0 EIKE you all newspaper clippings which 


TH STERLING REMED 0. Dhi- 4 may pod — you, yo r friends, oF any subject on THE TEA SET FREE 
wa © be“u .” Every new 
NORTON &TUNSTALL| | cago, Montreal, Can., New York. 66 and periodical of ‘Importance in thie Unite Staves and GREAT si 
candy cathartic cure | Eunope is searched for your notices. HENRY RomEIKR, ex Wate, Check. or Tollet Bet, 
33 Wall Street CASCARETS constipation Only wo,_ | Fifth Avenue, New York. with 20 pounds COCKATOO TEAS 
2 . 2 - an a an some present wit 
Members of New York Stock Exchange. S ( EARL & WILSON’S. BOOK All kinds kept in stock Cotauy — — —. 
Stocks, Bonds, \ |MEN'S LINEN COLLARS AND CUFFS BLANK and made to order by premiam and price list. 
Cotton and Crain. VK "ARE THE BEST” FINDLER & WIBEL, THE GREAT AMERICAN TEA COMPANY, 
Market letter furnished on application. WA . SALE EVERYWHERE 121 Nassau Street, New York. 81 and 33 Vesey 8t., New York. P.O. Box 289. 


THE COOK & BERNHEIMER CO., New York. 
Sole Agents for the United States. 





















































$1,000.00 will be given to the contestant in JUDGE’S prize-puzzle competitions who is the first to solve correctly every one of the puzzles in three 
: successive contests. 


; ith C ON TEST: Judge’s Puzzle Pictures. $250.00 IN PRIZES. 


ist Prize..$100.00| 5th Prize.$10.00| 9th Prize.. $5.00 | 13th Prize .. $5.00 17th Prize ..$5.00 A TOTAL OF $250.00 
2d Prize... 25.00| 6th Prize.. 10.00) 10th Prize... 5.00) 14th Prize -. 5.00) 18th Prize -- 5.00 | To BE DIVIDED AMONG 
ER Es 3d Prize... 20.00) 7th Prize.. 5.00) 11th Prize... 5.00) 15th Prize.. 5.00/ 19th Prize.. 5.00 20 PEOPLE. 
Ss I 3. 4th Prize.. 15.00| Sth Prize.. 5.00|12th Prize... 5.00); 16th Prize... 5.00/ 20th Prize.. 5.00 / 
Beet Bee1tenw 


Here are ten pictures. Each one represents the Beginning of a Revolution or a War. We have $250.00 to give away to the first twenty.and most successful of our readers who 
solve these ten illustrations and Thirty (30) others, twenty of which were published in the last two weeks, and ten which are to appear next week. 
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Copyrighted, 1897, by Judge Publishing Co., of New York, 

READ THESE Write the solution underneath each picture, cut out sheet (holding it until the fourth and last series of puzzles is published in JUDGE No. 851), and 
DIRECTIONS CAREFULLY. write your name and address plainly on the bottom thereof; then mail all four sheets, pinned together in the upper left-hand corner, to the * JUDGE 
RIZE-PUZZLE DEPT., 110 FIFTH AVE., NEW YORK.” in time to reach this office not later than one week from date of JUDGE No. 851. All solutions arriving 

later will be disqualified. You can send in as many answers as you please, providing you use a separate JUDGE puzzle sheet each time—no more than one solution of each picture is allowed on any one sheet. It is 
not necessary to send a second set of solutions to the whole forty puzzles in order to change your answer to any one or more of the puzzles ; in other words, if in your opinion one or more of the pictures will bear differ. 
ent constructions, and you desire to submit each of these constructions as a part of your complete set of solutions, you can do so by using another sheet containing the particular picture or pictures in question, Thus 
sending two copies, say, of that sheet and one of each of the remaining sheets comprising the whole series, 2// pinned together in the upper left-hand corner, as required above. Be sure that you fully prepay postage 
in sending in solutions, The date of maz/ing your answers and not that of our receiving them is considered in governing the question of priority ; the post-office mailing or dating-stamp on the envelope determining 
this point. We would advise contestants to mail their set of solutions in sealed envelopes, and not in newspaper wrappers, as in the latter case the post-office does not stamp the date and hour of mailing, while in the 





former it does. 


A number of contestants have complained that the fact that JUDGE is obtainable on the news-stands in some sections of the country as early as Friday of each week results to 

the disadvantage of those who live in places where the paper is not to be had before Saturday, inasmuch as their more fortunate fellow-competitors are able in some cases to gain a 

bee a mailing their solutions. To equalize this to some extent we make Saturday, January 29th, at 6 P. M., as the earliest day and hour with which solutions in the present contest 

? ~ will be credited. 





Press OF FLESS & RIDGE PRINTING Co., FIFTH AVENUE, NEW YORK. 


















































ee ee ee a ee Sackett & Wilhelms Litho & Pts Co New York 


A HAIRBREADTH ESCAPE. 


HOW THE TWO NORTHERLAND SISTERS MADE THEIR ESCAPE FROM A HUNGRY LION. 





